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Quality Certificate 

I, N C Vezi Municipal Manager of Dr Nkosazana Dlamini Zuma Local 
Municipality hereby certify that the Annual budget for the year 2017/2018 
and supporting documentation have been prepared in accordance with the 
Municipal Finance Management Act and the regulations made under ^he 
act. 


Print Name: N C Vezi 

Municipal Manager of Dr Nkosazana Dlamini Zuma Municipality, KZN436 
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